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(FOR KEY SEE REVERSE) 


1. In early April ig|54> the Third Administration of wismut , AG in 
Karl-Marx-Stadt/Siegmar-Schbenau approved an ordei\for the 
installation of a new sodium carbonate store (Sodalager N 5), 
with a capacity of 1,500 cu.m, in the ore concentration plant 
of Object 96 in Dresden/Gittersee. The following mechanical 
equipment is to be installed: 

2 water ring air pumps, type RV 29a (Wasserringluftpumpen), 
complete motors, 59 Kw, 1,500 RPl^ 

1 centrifugal pump, type 50 S., ^ca^oity 7.5 cu.m, per hour, 

” 6.5 m. head . 

2 filters, with engines and gears 

2 conveyor screws (Transportschnecken) , 350 mm. diameter, 
12.3 m. long, complete with gears 

2 conveyor screws (Transportschnecken), 350 mm. diameter, 

13 m. long, complete with gears 

Approximately 100 m. of steel tubing (Stahlrohrleltung), 

IS5 mm. diameter 

2 safety valves, NW 50, 4.5 kg. per sq.m, / 

4 dividing chutes with slides (Schieber) 

2 ordinary chutes 
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